Leak Probe k/jZw c* 

Six reporters, including 
suspended CBS correspond- 
ent Daniel Schorr, have re- 
buffed initial efforts by 
House ethics committee in- 
vestigators to question them 
about who leaked the secret 
House intelligence report. 

Schorr said he was asked , 
to appear . f next • week. He j 
said he replied he would not 
without a subpoena and, 
even then, “would not tes- 
tify with regard to sources.” 

Schorr has acknowledged 
that he was responsible for 
"PuoiicaCioii oi tiie text ‘of 
the House intelligence com- 
mittee’s classified final re- 
port in The Village Voice, a 
New York, weekly newspa- 
per. 

The other five reporters 
said investigators asked to 
“chat” with them about the 
case. All five said they re- 
fused on grounds that they 
could not reveal sources. 
None of the six was subpoe- 
naed. ■ i“ 

The five other newsmen 
are Jim Adams of the Asso- 
ciated Press, Nicholas Hor- 
roek and John Crewdson of 
The New York Times, Ford 
Rowan of NBC News and 
Ranjit de Silva of Reuter 
news agency. 



